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MINISTRY OF COMMERCE 

NOTIFICATIONS 
New Delhi, the \9th September 1968 

S.O. 3391. —In exercise of the powers conferred by section 7 of the Export 
(Quality Control and Inspection) Act, 1963 (22 of 1963), the Central Government 
hereby makes the following amendments to the notification of the Government 
of India in the Ministry of Commerce S.O. No 3212, dated the 7th September, 
1967, namely:— 

In the said notification, for serial Nos- 2, 3 and 4 and the entries relating 
thereto, the following serial Nos. and entries shall respectively be substituted, 
namely :— 

“ 2 . Export Inspection Agency, Madras, ‘World Trade Centre’, Sire Mansion, 
123, Mount Road, Madras-8. 

3- Export Inspection Agency, Calcutta, 14/1-B, Ezra Street (10th Floor), 
Calcutta-1. 

4. Export Inspection Agency, Bombay, 'Man! Mahal’, 2nd Floor, 11/21, 
Mathew Road, Bombay-4”. 

[No. 60(17)Exp. Insp./67-l 
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S.O. 3392.—In exercise of the powers conferred by section 17 of the Export 
(Quality Control and Inspection) Act, 1963 (22 of 1963), the Central Government 
hereby makes the following rules to *amend the Export of ‘Sewing Machines 
(Quality Control and Inspection) Rules, 1967, namely:—' 

1. These rules may be called the Export of Sewing Machines (Quality 

Control and Inspection) Amendment Rules, 1968. 

2. In the Export of Sewing Machines (Quality Control and Inspection) 

Rules, 1967, in sub-rule (3) of rule 4, for the words "fifteen days”, 
the words "seven days” shall be substituted. 

[No. 60 (17)1 Exp. Insp/67.] 

A. C. BANERJEE, Jt. Secy. 
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